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SECRET 

SC-A-10 

28 February 1951 


STAFF CONFERENCE 

AGENDA 


Director's Conference Room, First Floor 
Administration Building 
on Wednesday, 28 February 1951 > at 1100 hours 


1 . Audit 


The Director 


Mr. Harlin Campbell of the firm Librand, Ross Bros, and Montgomery, 
will review our Audit Procedures* 


2 . 


Briefing of Joint Chiefs of Staff 


The Director 


3. 


Dis semination of Information Reports 


Mr. McConnel 


Mr. McConnel wishes to call a meeting of the Deputy Assistant 
Directors to discuss this matter. 
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